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MATERIAL SAFETY DATA SHEET 


^10' 5-v^S 

Printed ; 01/13/98 
Revised : 01/13/98 
Rev Lev : B 


SECTION I - PRODUCT IDENTIFICATION 


Manufacturer: ELEHENTIS PERFORMANCE POLYMERS Information Phone; 973 751 3000 
DIVISION OF HARGROS CHEM. INC. Emergency Phone; 973 751 3000 
600 CORTLANDT STREET CHEMTREC Phone; 1-8 00-4 2 4 *-93 00 

BELLEVILLE NJ 

07109 


Product Class; 
Trade Name : 
Product Code : 
C.A.S. Number; 
Prepared By : 
Title : 


GREEN/ YELLOW DOUBLE BUBBLE 
ONCE SKIN CLEANSER 
(04040) 

NONE 

B. WEINMAN 

ENVIRONMENTAL SPECIALIST 


Hazard Ratings: 
none -> extreme 
0 > 4 


Health - 0 
Fire - 2 
Reactivity - 0 


SECTION II - HA2. INGREDIENTS ** DENOTES 313 TOXIC CHEMICAL 


Weight Exposure Limits VP 

Ingredients CAS # % ACGIH/TLV OSHA/PEL im hg 

ONCE HAND CLEANER ^ 

NON-HAZARDOUS AS DEFINED BY OSHA STANDARD 1910.12 


SECTION III - PHYSICAL DATA 


Boiling Range: 212 Vapor Density: Heavier than A.ir . 

Evap. Rate: Slower than n-Butyl Acetate Liquid Density; Lighter than Water - 

Volatiles vol % o.o Wgt% 0.0 Wgt per gallon: 7.50 Pounds. 

Appearance; LIQUID 


SECTION IV - FIRE AND EXPLOSION HAZARD DATA 


Flammability class: N/A Flash Point; 125 F TCC LEL: l UEL: 7 

-EXTINGUISHING MEDIA: 

WATER SPRAY 
DRY CHEMICAL 
FOAM 

CARBON DIOXIDE 

-SPECIAL FIREFIGHTING PROCEDURES: 

BLANKET FIRE WITH EXTINGUISHING MEDIUM. WATER OR FOAM MAY 
CAUSE FROTHING. 

-UNUSUAL FIRE & EXPLOSION HAZARDS: 

NOT DETERMINED. 


SECTION V - HEALTH HAZARD DATA 


-PERMISSIBLE EXPOSURE LEVEL 

NO OSHA LIMITS HAVE BEEN ESTABLISHED FOR THIS PRODUCT. 
-EFFECTS OF OVEREXPOSURE: 

INHALATION: 

INHALATION OR INGESTION OF A LARGE ENOUGH QUANTITY TO POSE 
A SIGNIFICANT HEALTH HAZARD IS IMPROBABLE. 

EYE .CONTACT: 

(cent.) 
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SECTION V - HEALTH HAZARD DATA (cont.) 


-EFFECTS OF OVEREXPOSURE: <.cont.) 

EYE CONTACT MAY CAUSE TEMPORARY, MODERATE IRRITATION. AVOID 
RUBBING EYES BECAUSE WATER- INSOLUBLE PARTICLES MAY SCRATCH 
CORNEA. 

INGESTION: 

NOT KNOWN FOR PRODUCT, 

, SKIN CONTACT: 

EXCESSIVE SKIN CONTACT MAY CAUSE TEMPORARY DRYNESS. 

OTHER HEALTH HAZARD INFORMATION: 

ANY POTENTIAL HEALTH HAZARDS ASSOCIATED WITH ONCE ARE 
TYPICAL OF PRODUCTS CLASSIFIED AS WATERLESS SKIN CLEANSERS, 
-FIRST AID: 

INHALATION: 

CONSULT LOCAL POISON CONTROL CENTER. 

EYE CONTACT: 

IMMEDIATELY FLUSH EYES WITH CLEAN WATER WHILE HOLDING EYELIDS 
APART. CONTINUE FLUSHING FOR AT LEAST 15 MINUTES OR UNTIL 
IRRITATION SUBSIDES. CONSULT PHYSICIAN AS SOON AS POSSIBLE. 
INGESTION: 

CONSULT DOCTOR IMMEDIATELY. INGESTION OF THE INGREDIENT 
ISOPARAFFIN MAY RESULT IN VOMITING; ASPIRATION OF VOMITUS 
INTO THE LUNGS MUST BE AVOIDED. 

SKIN CONTACT: 

APPLY MOISTURIZING CREAM. 


SECTION VI - REACTIVITY DATA 


STABLITY: [ } Unstable [X] Stable 

HAZARDOUS POLYMERIZATION: f j May OCCUr (x] Will not occur 

-INCOMPATIBILITY 

PRODUCT IS NON-REACTIVE AND IS NOT READILY COMBUSTIBLE UNLESS 
WATER IS EVAPORATED. 

-CONDITIONS TO AVOID: 

OXIDIZING AGENTS 

-HAZARDOUS DECOMPOSITION PRODUCTS: 

NOT DETERMINED 


SECTION VII - SPILL OR LEAK PROCEDURES 


-IN CASE OF SPILLS: 

SHUT OFF ALL IGNITION SOURCES AND DIKE SPILL TO CONTAIN AND 
PREVENT ENTRY INTO SEWERS OR WATER SOURCES. ABSORB SPILLED 
MATERIAL AND PLACE IN CLOSED CONTAINER FOR DISPOSAL. 

-WASTE DISPOSAL METHOD: 

CONTROLLED INCINERATION. HANDLE IN COMPLIANCE WITH LOCAL, STATE, 
AND FEDERAL ENVIRONMENTAL PROTECTION AGENCY REGULATIONS. 


SECTION VI ri - EMPLOYEE PROTECTION 


-RESPIRATORY PROTECTION : 

NOT REQUIRED. 

-VENTILATION: 

LOCAL EXHAUST RECOMMENDED, 
(cont . ) 
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SECTION VIII - EMPLOYEE PROTECTION (cont.) 


-VENTILATION i ( COnt . ) 

-SKIN CONTACT: 

NOT REQUIRED. 

-EYE PROTECTION: 

NOT REQUIRED. 

-OTHER PROTECTIVE EQUIPMENT: 
. None 


SECTION IX - SHIPPING INFORMATION 


PLASTIC LIQUID NOS 
HMF#156240 
"EMERGENCY CONTACT": 

CHEMTREC 1-800-424-9300 
TRADE NAME; ONCE SKIN CLEANSER 


SECTION X - SPECIAL PRECAUTIONS 


-PRECAUTIONS TO BE TAKEN IN HANDLING AND STORING: 

STORE IN A COOL, DRY PLACE. KEEP AWAY FROM OPEN FLAMES AND HIGH 
TEMPERATURES . 

-OTHER INFORMATION: 

THIS PRODUCT (OR COMPONENTS, IF A MIXTURE) IS NOT LISTED IN lARC 
MONOGRAPHS, THE NTP FOURTH ANNUAL REPORT OR THE CURRENT ACGIH 
TLVS AS A CARCINOGEN OR POTENTIAL CARCINOGEN. IT IS NOT REG- 
ULATED BY OSHA AS A CARCINOGEN, 

-DISCLAIMER: 

ALTHOUGH THE INFORMATION AND RECOMMENDATIONS SET FORTH HEREIN 
(HEREINAFTER "INFORMATION") ARE PRESENTED IN GOOD FAITH AND 
BELIEVED TO BE CORRECT AS OF THE DATE HEREOF, ELEMENTIS 
PERFORMANCE POLYMERS MAKES NO REPRESENTATIONS AS TO THE 
COMPLETENESS OR ACCURACY THEREOF. INFORMATION IS SUPPLIED UPON 
THE CONDITION THAT THE PERSONS RECEIVING SAME WILL MAKE THEIR 
OVJN DETERMINATION AS TO ITS SUITABILITY FOR THEIR PURPOSES PRIOR 
TO USE. IN NO EVENT WILL ELEMENTIS PERFORMANCE POLYMERS BE 
RESPONSIBLE FOR DAMAGES OF ANY NATURE WHATSOEVER RESULTING 
FROM THE USE OF OR RELIANCE UPON INFORMATION. NO REPRESENTATIONS 
OR WARRANTIES, EITHER EXPRESSED OR IMPLIED, OF MERCHANTABILITY, 
FITNESS FOR A PARTICULAR PURPOSE OF ANY NATURE ARE MADE HERE- 
UNDER WITH RESPECT TO INFORMATION OR THE PRODUCT TO WHICH 
INFORMATION REFERS. 


SECTION XI - ADDITIONAL REGULATORY INFORMATION 


-SARA TITLE III SECTION 313: 

This product contains the following toxic chemicals subject to the 
reporting requirements of section 313 of the Emergency Planning 
and Community Right To Know 'Act of 1986 andof 40 CFR 372: 


CAS# 


Chemical Name 


NONE 


Percent by 
Weight 



